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FM 11-15, 15 October 1959 is changed as 
follows ; 

1. Purpose 

This manual provides ♦ ♦ ♦ cable construction 
battalion. Developments in tactical and techno- 
logical fields, new concepts of operations^ and 
oi^anizational changes in the Army will make 
modifications of this manual necessary. Users of 
this manual are encouraged to submit recom- 
mended changes or comments to improve this 
manual. Comments should be keyed to the specilic 
page, paragraph, and line of the text in which 
the change is recommended. Comments should 
be forwarded direct to the Fort Monmouth Office, 
US Army Communications-Electronics Combat 
Developments Agency,. Fort Monmouth, N.J., 
ATTN: Doctrine Division. Recommendations 
should be based on anticipated wartime missitms 
and should not be peculiar to a single theater of 
operations. 
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9. Battalion 

o. A local battery telephone switchboard is 
provided within the battalion headquarters sec- 
tion of the headquarters detachment for local 
telephone service, service to the headquarters of 
the combat area signal group, and connections 
to the army area communication system (fig. 2). 
***** 

22. General 

a. The company commander * * * and admin- 
istrative matters. Based on these orders, the 
company commander assigns projects to the ccm- 
struction platoons. 

* * * • ' « 

24. Construction Platoon 

The construction platoon leader receives instruc- 
tion from, and is assigned projects by, the com- 
pany commander. Normally, these instructions 

* * * reauire unattended repeaters. 
***** 

24. Construction Section 

***** 

c. (Superseded) Once the circuits are installed 
and operating, the maintenance of the cable and 
unattended repeaters becomes the responsibility 
of the army area signal center, when so directed 
by higher headquarters, or of the signal cable 
construction battalion should the circuits be in- 
stalled to echelons of army headquarters. 

27. Section Headquarters 
Each construction section * * * the construction 
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teams. When organizing his teams, the section 
chief may assign special duties to teams or ele- 
ments of teams, such as line route survey, hasty 
pole construction, policing of cable laid on the 
ground, or assisting in the resupply of cable for 
the section. 

■»**** 
29. General 

***** 

a. Nuclear blast and the resulting radiological 
activity. 

***** 
31. Defense Plans 

***** 

b. Each platoon leader and section chief must 
know the type and number of available weapons 
and the amount of effective fire power available 
for concentration by his platoon or section; each 
man must know, and be trained in, his assign- 
ment in the defense plan. 

***** 
APPENDIX 

REFERENCES 
* * * * * 

2. Publications 

Add thfe following publications in numerical 

order ; 

FM 11-21 Tactical Signal Communication 
Systems, Army, Corps and 

Division. 

FM 11-86 Combat Area Signal Battalion, 
Army. 
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FM 11-92 Corps Signal Battalion. 
FM 11-95 Army Signal Battalion. 
FM 24r-20 Field Wire and Field Cable Tech- 
niques. 

TM 11-372 Lead Sheath Cable Splicing. 
TM 11-381 Cable Assembly CX 1065/G. 
TM 11-486-5 Electrical Communication Systems 

Engineering. Outside Plant, 

Wire. 

TM 11-487A Military Handbook. Electrical 
Communications Equipment. 

TM 11-2150 Telephone Carrier Systems Using 
Telephone Repeater AN/TCC- 
11. 

TM 11-2262 Outside Plant Wire: Construction 
and Maintenance. 
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CHAPTER 1 
[NTRODUCTION 



Secfl«n I. GENERAL 

1. Purpota 

This manual provides information and guidance 
on the employment and operation of a signal cable 
construction battalion. 

2. Scope 

This manual covers the organization, employ- 
ment, mission, equipment, operations, and capa- 
bilities of a signal cable construction battalion and 
is based on TOE 11-45 ( ). It presents material 
that is applicable without modification to both 
nuclear and nonnuclear warfare. 

3. Mission 

The mission of a signal cable construction bat- 
talion is — 

a. To install signal field cable circuits in the field 
army area. 

6. To perform limited rehabilitation and main- 
tenance of existing indigenous cable (lead and 
rubber covered) and open wire circuits. 

c. To perform limited field cable recovery and 
field cable repair in the field army area. 
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4. Assignment 

a. To army. Normally assigned to Combat Area 
Signal Group TOE 11-S2. 

b. To army group and theater as required. 

5. Capabilities 

a. At full strength, the signal cable construction 
battalion provides the following facilities : 

(1) Installs designated signal field cable cir- 
cuits in the field army area to include 
installation in trenches or on temporary 
poles. 

(2) Rehabilitates indigenous open wire and 
lead or rubber covered cable lines in the 
field army area. 

(3) Assists combat area signal companies in 
the field army area in the installation of 
field cable trunk circuits. 

(4) Performs limited recovery and repair of 
field cable in the field army area. 

6. The reduced strength column of TOE 11- 
45 ( ) provides lesser capabilities for personnel 
and equipment during prolonged noncombat peri- 
ods and for a limited period of combat. 

c. TOE 11-45 ( ) is not adaptable to Type B 
organization. 

d. This unit is dependent on appropriate medical 
units in the area. 

e. Individuals of this unit, except the chaplain, 
can fight as infantrymen when required. The'unit 
has the capability of defending itself and its in- 
stallations against hostile ground attack. 
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6. Control 

a. The Army Signal Officer, under authority 
delegated by the Commander, normally exercises 
operational control over the combat area signal 
group. Army. The combat area signal group, 
Army, has command control of the signal cable 
construction battalion. 

6. The executive officer is provided to assist the 
signal cable construction battalion commander. 
The adjutant supervises the administrative func- 
tions of the battalion; consolidated personal ad- 
ministration is performed at battalion headquar- 
ters. The maintenance and logistic functions are 
supervised by S4 and the motor officers. The com- 
panies have a unit mess and second echelon motor 
maintenance capability. 

c. Operations, training, and intelligence func- 
tions of the battalion are supervised by a battalion 
S2/3, who is the operations officer. He also coordi- 
nates the employment of special purpose construc- 
tion vehicles. 

d. The battalion depends on the army signal 
supply and maintenance battalion for signal sup- 
ply support. This is coordinated by the battalion 
S4. He also coordinates with the construction com- 
panies on the utilization of heavy vehicles to 
transport field cable and other construction ma- 
terials as required. 

7. Orgqnization and Mobility 

a. A signal cable construction battalion (fig. 1) 

Consists of a headquarters and headquarters de- 
tachment and three identical signal cable construc- 
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tion companies. These units are category II units 
(AR 320-5), 

b. The battalion is approximately 90 percent 
mobile. Headquarters and headquarters detach- 
ment is approximately 75 percent mobile. Each of 
the signal cable construction companies is 90 per- 
cent mobile. 



SIGNAL CABLE 
CONSTRUCTION 
BATTALION 



NEAOOUAflTERS 

AND 
HEADOUARTERS 
MTACHMtNT 



SmiAL CAtLE 
CONSTRUCTIOM 
COMMMV 



Figure 1. Organization of signal cable eonstntetion 
battttlitm. 

8. Employmenf 

An illustrative example of the employment of 
the signal cable construction battalion in a typical 
situation is shown in figure 5. 



Secrion il. COMMUNICATIONS 
9. Battalion 

rt. A local battery telephone switchboard is pro- 
vided within the battalion headquarters section of 
the headquarters detachment for local telephone 
service, service to the headquarters of the combat 
area signal group, army, and connections to the 
army area communication system (fig. 5). 
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b. Telephone communication for the battalion 

is provided generally as shown in figure 2 to 
enable the battalion commander and his staff to 
coordinate the activities of the battalion. 

c. The teletypewriter communication shown in 
figure 2 is used to connect battalion headquarters 
into teletypewriter subscriber service. 

10. Company 

a. Each signal cable construction company is 
provided with a local battery switchboard and 
telephones to establish telephone communication 
for the company headquarters and the platoon 
headquarters. 

6. Each signal cable construction company uses 
the signal facilities provided by the army area 
communication system to coor^ate and control 
its operations. 
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Figure 2- Type telephone-teletypewriter system, diagram 
for signal cable construction battalion. 



CHAPTER 2 



HEADQUARTERS AND HEADQUARTERS 
DETACHMENT 



11. Mission 

The mission of tlie headquarters and headquar- 
ters detachment, signal cable construction battal- 
ion, is to — 

a. Direct and coordinate operations and train- 
ing of a signal cable construction battalion and to 
provide command, administrative, and logistic 
support for the battalion. 

6. Provide consolidated personnel administra- 
tion, supervision of supply, and supplemental mo- 
tor and signal maintenance for the battalion. 

c. Provide limited rehabilitation and mainte- 
nance of existing indigenous cable in the field 
army area, and limited field cable repair for the 
battalion. 

12. Assignment 

The Headquarters and Headquarters Detach- 
ment, Signal Cable Construction Sattalion, TOE 
ll-^6( }, is organic to the Signal Cable Construc- 
tion BattaUon, TOE 11-45 ( ). 

13. Copobiliries 

a. At full strength, this unit has the following 
capabilities : 
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(1) Commands, plana, controls, and coordi- 
nates the operations and training of a 
signal cable construction battalion. 

(2) Provides administrative and logistic sup- 
port for a signal construction battalion 
to include — 

(a) Consolidated personnel administra- 
tion. 

{&) Battalion supply and supplemental 
signal and motor maintenance. 

(c) Limited field cable repair for the bat- 
talion. 

(3) Provides limited rehabilitation and main- 
tenance of existing indigenous lead cable. 

b. The reduced strength column of TOE 11- 
46 ( ) provides lesser capabilities for personnel and 
equipment during prolonged noncombat periods 
and for a limited period of combat. 

0. TOE 11-46 ( ) is not adaptable to Type B or- 
ganization. 

d. Individuals of this unit, except the chaplain, 
can fight as infantrymen when required. This unit 
has the capability of defending itself and its in- 
stallations against hostile ground attack. 

14. Location 

The battalion headquarters and headquarters 
detachment normally is located in the vicinity of 
the army area signal group headquarters and 
normally is employed in one echelon. 

15. Oiganizarien 

The detachment consists of a battalion head- 
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quarters and a headquarters detachment (fig. 3). 
The headquarters detachment has a detachment 
headquarters and five operating sections. 

16. Employment 

a. The headquarters and headquarters detach- 
ment provides the means by which the battalion 
commander exercises command, administrative, 
operational, and logistical control over the com- 
panies of the battalion. The battalion headquarters 
contains the battalion commander and his staff. 
The battalion commander normally operates under 
the immediate supervision of the commander of 
the combat area signal group, army. The battalion 
commander exercises command control of the bat- 
talion through his staff and by personal super- 
vision of the various functions and missions of 
the battalion. The battalion executive, the Si, the 
S4, and the motor officer supervise the logistical 
and administrative functions of the battalion and 
coordinate these functions with the administrative 
and loGristical section of the combat area sien^i^l 
group, army. An S2/3 is provided as the opera- 
tions and intelligence officer. Detachment head- 
quarters operates the mess, supply and internal 
communication facilities for the battalion head- 
quarters. The detachment mess steward is also 
the battalion food service supervisor. 

h. The detachment sections are employed as 
follows : 

(1) The operations and intelligence section 
provides personnel and facilities with 
which the battalion S2/3 supervises the 
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operations, training, and intelligence 
missions of the battalion. This section 
must maintain close liaison and direct 
communication with the operations sec- 
tion of the combat area signal group, 
army, to facilitate effective operational 
control and supervision of the signal 
construction companies. The telephone' 
telegraph officer of the battalion opera- 
. tions and intelligence section assists the 
S2/3 in planning the operations and 
training of the construction companies. 

(2) The battalion personnel section performs 
consolidated personnel functions for the 
construction companies of the battalion 
and provides the personnel to assist the 
adjutant (SI) in carrying out the per- 
sonnel functions of the battalion. 

(3) The battalion motor maintenance section 
provides battalion supervision of motor 
vehicle maintenance, organizational mo- 
tor vehicle maintenance for headquarters 
and headquarters detachment, and aug- 
mentation of the construction companies' 
vehicle maintenance when required. A 
gasoline tank truck is provided to sup- 
port all elements of the battalion. 

(4) The cable splicer and repair section pro- 
vides the personnel and equipment to 
perform cable rehabilitation. The section 
provides personnel and facilities for re- 
pair of field cable for construction com- 
panies of the battalion. Organizational 
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repair and maintenance of unattended 
carrier repeaters are also provided by 
personnel assigned to this section. 
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CHAPTER 3 
SIGNAL CABLE CONSTRUCTION COMPANY 



SecHon I. GENERAL 

17. Mission 

The mission of the signal cable construction 
company is to perform — 

a. Signal field cable construction in the field 
army area. 

b. Limited rehabilitation of existing indigenous 
cable (lead or rubber covered) and open wire cir- 
cuits when augmented by direct support of the 
personnel in the cable splicer and repair section of 
Headquarters and Headquarters Detachment, Sig- 
nal Cable Construction Battalion, TOE 11^6 ( ). 

c. Limited field cable recovery in the field army 
area. 

18. Assignment 

The signal cable construction company TOE 
11-47 ( ), is organic to the signal cable construc- 
tion battalion, TOE 11-46 ( ). 

19. Capabilities 

o. At full strength this unit provides the follow- 
ing facilities: 

(1) Installs spiral«four circuits and associ- 
ated unattended repeaters in the field 
army area. 
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(a) Approximately 150 miles per day when 
laid on the ground, 

(b) Approximately 100 miles per day when 
installed in trenches or placed on ex- 
isting poles or trees. 

(c) Approximately 50 miles per day on 
light messenger wire on temporary or 
hasty pole lines. 

(2) Rehabilitates indigenous open wire and 
cable lines in the field army area when 
augmented by personnel of the cable 
splicer and repair section of Headquar- 
ters and Headquarters Detachment, Sig- 
nal Cable Construction Batallion, TOE 
U-46( ). 

(3) Assists combat area signal battalions, 
army, in the installation of signal field 
cable circuits. 

(4) Performs recovery of field cable in the 
field army area. 

(5) Provides command, planning, and opera- 
tional control of organic wire teams. 

(6) Provides mess facilities, supply, and or- 
ganizational signal and motor mainte- 
nance for the company. 

b. The reduced strength column of TOE 11- 
47 ( ) provides lesser capabilities for personnel 
and equipment during prolonged noncombat peri- 
ods and for a limited period of combat. 

c. TOE 11-47 ( ) is not adaptable to Type B 
organization. 
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d. Individuals of this unit can fight as infantry- 
men when required. This unit has the capability 
of defending itself and its installations against 
hostile ground attack. 

20. Locah'on 

Normally, each signal cable construction com- 
pany will be located well forward in the army area 
or in the best location to control its construction 
platoons. A typical location is the vicinity of the 
headquarters of a combat area signal battalion. 
This will facilitate coordination with the combat 
area signal battalion. 

21. Organtzcrtion 

Each signal cable construction company consists 
of a company headquarters and three cable con- 
struction platoons (fig. 4). Each cable construc- 
tion platoon contains three (full strength) con- 
struction sections and a platoon headquarters. 
Each construction section has a section headquar- 
ters and three teams. 

Section II. EMPLOYMENT 

22. General 

a. The company commander receives orders 
from the battalion commander concerning com- 
mand, operational, and administrative matters. 
Based on these orders, the company commander, 
assisted by the company operations officer, as- 
signs projects to the construction platoons, 

b. When performing assigned missions, the com- 
pany may be employed as a unit, by platoons, or by 
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sections, depending on the magnitude and priority 
of the assigned projects. In the performance of 
this mission, the company commander must main- 
tain close liaison \vith the signal units being sup- 
ported. 

23. Company Haodquarten 

The company headquarters provides personnel 
for command and administrative supervision of 
the company. It also provides personnel for mess 
facilities, company supply, and organizational mo- 
tor vehicle maintenance. 

24. Construction Platoon 

The construction platoon leader receives in- 
structions from, and is assigned projects by, the 
company commander or the company executive 
officer. Normally, these instructions or projects 
will be for installation of field cable circuits. These 
circuits will normally require unattended re- 
peaters. 

a. When circuits are installed to echelons of 
army headquarters, the platoon mission will also 
include the maintenance of the cable and unat- 
tended repeaters. 

6. When circuits are installed to corps and divi- 
sion signal centers, the maintenance of circuits 
will normally be the responsibility of the field 
cable installation platoon of the combat area signal 
company responsible for the terminal carrier 
equipment operating on the system. 
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25. Platoon Headquarters 

o. The platoon headquarters includes the platoon 
leader, the platoon sergeant, assistant platoon 
sergeant, and special purpose truck drivers. The 
drivers are assigned as full-time drivers of the 
special purpose trucks of the platoon. These spe- 
cial purpose vehicles are pooled at platoon level 
and used as required by the construction sections. 
If cable must be buried, a cable plow can be drawn 
from company headquarters and assigned to a 
construction section for this purpose. 

b. The platoon leader maintains close contact 
with the company, keeps the company headquar- 
ters informed of the status of assigfned projects, 
and is responsible to the company commander for 
the physical security of the construction platoon. 

26. Construction Section 

a. Three construction sections constitute the op- 
erating elements of the platoon. The construction 
section is the smallest element of the company that 
normally will be assigned a specific construction 
project or support mission. 

b. When the construction section is required to 
lay field cable that will require the use of loading 
coils, these coils should be picked up from the con- 
struction company headquarters or from the signal 
company operating the army area signal center. 

c. Once the circuits are installed and operating, 
the maintenance of the cable and unattended re- 
peaters becomes the responsibility of the army 
area signal center when so directed by higher 
headquarters. 
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27. Section Headquarters 

Each construction section has a section head- 
quarters consisting of one sergeant who provides 
technical and operational supervision of the con- 
struction teams. When organizing his teams, the 
section leader may assign special duties to teams 
or elements of teams, such as line route survey, 
hasty pole construction, policing of cable laid on 
the ground, or assisting in the resupply of cable 
for the section. 

28. Construction Teams 

a. Three construction teams make up the basic 
working elements of the section. The teams are 
100 percent mobile and can perform the missions 
of installation, maintenance, and recovery of field 
cable. 

b. Each team consists of eight enlisted men : a 
team chief, six linemen and one unattended re- 
peater installer. The team chief and the repeater 
installer must be trained in, cable construction, 
carrier techniques, and troubleshooting as they 
will normally perform these duties as members of 
the team. 
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CHAPTER 4 
SECURITY 



29. General 

Security embraces all measures taken to protect 
the unit against — 

a. Atomic blast and the resultinsr radiological 
activity. 

b. Attack by enemy ground, air, and airborne 
elements. 

c. Chemical and biological warfare attack. 

d. Harassment by guerilla forces. 

e. Enemy observation. 

30. Defense Mefisures 

Defense measures may be active, passive, or a 
combination of both. Active defense is the opposi- 
tion to attack by limited offensive action against 
the enemy. Passive defense is based on protection, 
deception, dispersion, and concealment. It is the 
defense of an installation or personnel without the 
employment of active weapons and without the 
expectation of taking the initiative. Because the 
signal cable construction battalion has a limited 
number of weapons for active defense, it depends 
primarily upon passive defense for security. 

31. Defense Plans 

Security of signal installations is accomplished 
according to a plan developed by the commander. 
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An adequate defense plan covers four essential 
points : 

a. Defense measures must apply to all adjacent 
areas and to all directions from which an enemy 
attack can be expected. Measures must include an 
adequate alarm system that consists of observers 
and available means of signal communication to 
warn of hostile activity. 

b. Each platoon and section leader must know 
the kind and number of available weapons and the 
amount of effective Are power available for con- 
centration by his platoon or section; each man 
must know, and be trained in, his assignment in 
the defense place. 

c. Suitable protective shelters and field fortifi- 
cations must be planned, constructed, and made 
available to all unit personnel. 

d. Principal security elements must be estab- 
lished. These elements include guard posts and 
guard patrols who give warning of air, ground, 
chemical-biological-radiological (CBR), or other 
enemy attack, and who also enforce blackout and 
camouflage discipline. 

32. Individual Defense 

Because of the possible use of mass destruction 
weapons and attacks by enemy ground, air, air- 
borne, and guerilla elements in a theater of opera- 
tions, every member of the unit must anticipate 
sudden and unexpected assaults and be prepared 
to cope with them through proficiency in the ele- 
ments of individual defense. These elements in- 
clude — 
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a. Use of CBR detection devices. 

b. Use of protective clothing, gas masks, and 
individual antidotes. 

c. Construction of fox holes, slit trenches, and 
other hasty field fortifications. 

d. Use of weapons. 

e. Techniques of unarmed defense. 

33. Installation Defense 

The following defense measures must be ob- 
sei'ved continuously at each installation : 

c. Maximum dispersion of vehicles, personnel, 
and equipment without loss of effective control. 

b. Posting of adequate guards and CBR sentries. 

c. Maintenance of blackout discipline when di- 
rected by higher headquarters. 

d. Maintenance of camouflage discipline. 

e. Formulation of specific plans of defense 
against air, ground, guerilla, and CBR attacks by 
enemy forces. 

/. Digging in of equipment whenever possible. 

34. Mine Clearing 

The unit commander must insure that mines, 
booby traps, and other explosive material are 
cleared from the bivouac areas and adjacent areas, 
and from all other areas in which the unit oper- 
ates. Such clearance should be accomplished by 
trained personnel in accordance with practices 
and procedures prescribed by the corps of engi- 
neers. The advice or assistance of engineer troops 
may be requested when the task is unusual in 
magnitude or complexity. 
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35. Camouflage 

Camouflage discipline is the responsibility of the 
unit commander. He must insure that maximum 
camouflage effort is employed. Natural and arti- 
ficial camouflage materials are employed for pro- 
tection against enemy observation. Land features, 
such as wooded areas, caves, and cliffs, are utilized 
to obtain protection. 

36. Defense Against Air Attack 

Measures to be employed against air attack in- 
clude — 

a. Dispersion of facilities within an installation 
or area. 

b. Concealment of structures and service areas 
or use of deception measures. 

c. Maximum use of terrain features. 

d. Blackout discipline. 

e. Concealment of vehicle tracks. 

/. Unobstrusive siting of motor parks and equip- 
ment stores. 

g. Construction of foxholes and other shelters. 

37. Defense Against Guerilla Action 

The possibility of guerilla action against signal 
installations demands effective security and de- 
fense measures. These measures include troop, 
supply, and installation security. 

a. Guerilla activity is frequently directed toward 
capturing equipment and supplies for future use 
in other guerilla operations. Since communication 
supplies are an especially valuable prize, effective 
security measures for these supplies are essential. 
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Lack of security discipline permits equipment to 
be lost or stolen, and to be used later by guerilla 
forces, 

b. Sites selected for signal installations must be 
secure against guerilla action. Both stationary 
guards and roving patrols should be employed. 
Their duty tours should be short, and they should 
be rotated frequently to keep them alert on duty 
and minimize the possibilities of sabotage and 
guerilla attack. 

38. Defense Against Chemical Attack 

Protection against enemy chemical attack is an 
important defense consideration. Such defense 
measures include — 

a. Use of gas masks. 

b. Use of protective clothing. 

c. Use of gasproof shelters. 

d. Training of sentries in gas detection and 
warning. 

e. Protection of food and water supplies. 
/. Use of decontamination techniques. 

39. Defense Against Biolegteal Attack 

Protection against the use of biological warfare 
by the enemy includes the following defense meas- 
ures: 

a. Use of protective clothing and equipment. 

b. Use of shelters. 

c. Observing the principles of military sanita- 
tion. 

d. Protection of food and water supplies. 

e. Use of decontamination techniques. 
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40. Defense Against Nuclear Attack 

Protection against shock, blast, flash, radiation, 
and other effects of nuclear warfare includes the 
following defense measures : 

a. Use of gas masks and protective clothing. 

b. Use of underground shelters for personnel, 
equipment and supplies. 

c. Dispersion of personnel and equipment. 

d. Use of fire fighting apparatus. 

e. Establishment of a warning system. 

/. Use of radiological detecting instruments. 
g. Use of personnel decontamination centers. 

41. Destruction of Equipment 

When it becomes necessary to abandon an in- 
stallation, materiel that cannot be evacuated is 
destroyed to prevent possible use or study by the 
enemy. Destruction of facilities and supplies is 
ordered by the subordinate unit commander, as 
directed by higher authority. It is accomplished 
according to the destruction plan prepared and 
maintained by the subordinate unit commander. 

a. A well prepared destruction plan is detailed 
and comprehensive. It includes operations that are 
simple and easy to perform, but which are con- 
sistent with those procedures prescribed in ap- 
propriate technical manuals. 

6. Destruction is accomplished as rapidly as 
possible and as thoroughly as time permits. Ade- 
quate precautions also must be taken for the pro- 
tection of friendly personnel and their equipment. 
The same essential components on like or similar 
equipments must be destroyed to prevent possible 
utilization by the enemy. 
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CHAPTER 5 
SUPPLY AND MAINTENANCE 



Section I. SUPPLY 

42. General 

The acquisition and proper distribution of sup- 
plies plays a vital part in the successful accom- 
plishment of the units mission. The unit com- 
mander must be familiar with the status of sup- 
plies and equipment within his organization at all 
times. He must issue such g^uidance and direction 
as is essential to insure supplies are adequate to 
support the unit mission. Close coordination be- 
tween S3, S4 and the battalion commander is nec- 
essary, at all times, to insure an adequate supply 
and resupply of material 

43. Battalion Supply System 

The signal cable construction battalion operates 
under centralized supply procedure. The following 
factors must be considered when establishing bat- 
talion supply procedures: 

a. Current supply directives. 

b. Dispersion of organic units. 

c. Transportation. 

d. Supply sources. 

e. Mission to be performed. 

44. Requirements 

Requirements will initially be computed on the 
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basis of applicable TA, TOE, EML, and current 
DA supply manuals (or applicable portion of 5 
part Technical Manuals). Constant review is nec- 
essary in order to adjust equipment and repair 
parts allowances to meet actual and anticipated 
requirements. Equipment required in excess of 
authorized allowances are to be requested in ac- 
cordance with AR 725-5. 

45. Supply Economy 

Commanders at every level must rigidly super- 
vise the practice of conservation of material by 
all personnel within their command. In addition 
to the responsibility of command, every individual, 
whether or not he has personally signed for the 
material he is using, is responsible for its care, 
preservation, and conservation. Commanders will 
insure that principles of supply economy are con- 
tinuously practiced. 

46. Inspecfions 

Command inspections are made periodically as 
directed by higher headquarters. These inspec- 
tions check accuracy of records, supplies and 
equipment on hand, overages, shortages, service- 
ability, and storage. In addition, local inspections 
are conducted by the commanding officer, staf^ 
members, and company commanders. 

S«etron II. MAINTENANCE 

47. General 

Maintenance is the care necessary to keep equip- 
ment in good working condition. It includes both 
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the ordinary care exercised by operators and 
users, and the repair work performed by trained 
technicians. The categories and echelons of main- 
tenance are as follows : 
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48. hmentive Maintenance 

Preventive maintenance is the care and servic- 
ing by using personnel for the purpose of main- 
taining equipment in satisfactory operating con- 
dition. It provides for systematic inspections and 
detection and correction of incipient failures 
either before they occur or before they develop 
into major defects. Commanders are responsible 
for compliance with instructions and procedures 
for preventive maintenance operations, training 
of their command in preventive maintenance of 
equipment, and allocation of sufficient time for 
performance of preventive maintenance. Training 
in preventive maintenance is equal in importance 
to other functional military training. The full im- 
pact of the principles of command responsibility 
for preventive maintenance is often lost, especially 
on junior officers. It applies at every level of com- 
mand from the commanding general to the platoon 
and squad leader. It is only through active interest 
by commanders at each level that a preventive 
maintenance program may be successfully carried 
out. (See DA Pam 750-1, Preventive Maintenance 
Guide for Commanders.) 

49. Maintenance Inspections 

Commanders must conduct frequent and thor- 
ough inspections to insure that maintenance is 
properly performed. These inspections are the 
means by which the commander can determine 
that his organization's equipment is serviceable 
and its maintenance program is adequate. Regu- 
lations provide for the following types of inspec- 
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tions: command, preventive maintenance, spot 
check, and command maintenance (AR 750-5, AR 
760-8, AR 760-625). 
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CHAPTER 6 
TRAINING 



50. General 

The purpose of training^ in the signal cable con- 
struction battalion is to insure the combat effec- 
tiveness of the organization. The personnel of the 
battalion must be proficient as combat soldiers 
and specialists. To achieve and maintain profi- 
ciency in both fields the soldier must be trained in 
both basic military and technical subjects. 

51. Objectives 

a. The purpose of individual training is to pro- 
vide the soldier with basic military and technical 
skills. This type of training equips the soldier to 
think and act on his own initiative and gives him 
the individual skills required for him to partici- 
pate in the accomplishment of the mission of his 
team, section, or platoon. 

h. The purpose of team training is to organize 
soldiers who have particular skills and abilities 
into small groups, teams, sections, or platoons so 
that each of these elements can accomplish a 
specific mission or objective. 

c. The purpose of unit training is to combine or 
integrate the individual skills and operational 
capabilities of the teams, platoons, and companies 
into an organization capable of performing the 
battalion's assigned mission. 



36 



AGO 1SZ6C 



52. Training Cyela 

a. Personnel of a signal cable construction bat- 
talion are trained in accordance with ATP 11-45, 
directives from higher headquarters, and local re- 
quirements in a theater of operations. 

b. The training cycle or program includes basic 
combat training, advanced individual training, 
unit training, and field exercises and maneuvers. 

e. Post-cycle training will be conducted to in- 
crease operational efficiency or to perform addi- 
tional special missions. 

53. Basic Combat Training 

a. This training provides instruction in basic 
military subjects and the elementary aspects of 
individual skills. A review of basic military sub- 
jects is conducted periodically. 

b. The most vital training the individual receives 
is in basic military subjects, including the funda- 
mentals of infantry and tactics. During this early 
training, the soldier's duty and obligation to fight 
is emphasized. He must learn to conform to mili- 
tary custom, tradition, and discipline. As an indi- 
vidual, he must be trained to think and act on his 
own initiative to further the accomplishment of 
the team's mission. 

c. Through basic training, the individual sol- 
dier — 

(1) Learns to adjust himself to military life. 

(2) Develops a sense of individual responsi- 
bility and a clear understanding of the 
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moral principles and basic obligations of 

a soldier. 

(3) Learns to administer first aid to himself 
and to othei^. 

(4) Attains an understanding of supply 
economy and learns to maintain his cloth- 
ing and equipment. 

(5) Learns to protect himself during CBR 
attacks, using his personal equipment, 
field expedients, and improvizations. 

(6) Learns to recognize and report informa- 
tion that is of interest to military intelli- 
gence. 

(7) Learns to recognize and properly safe- 
guard classified material. 

(8) Develops a security consciousness that 
will assure action against subversion, in- 
filtration, and guerilla warfare. 

(9) Acquires the ability to march a consider- 
able distance in a reasonably short time, 
with sufficient energy remaining to per- 
form his duties after the march. 

(10) Learns map reading and the use of a 
compass to maintain direction. 

(11) Maintains a state of physical fitness 
commensurate with the requirements for 
dismounted ground combat. 

(12) Achieves an understanding of the prin- 
ciples of concealment, cover, and move- 
ment, and learns to apply them under 
combat conditions. Becomes able to take 
individual protective action against air- 
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craft, airborne, armored, and dismounted 
ground attacks. 

(13) Learns the basic principles of scouting 
and patrolling, 

(14) Qualifies in firing individual and crew- 
served weapons. 

(15) Learns and practices organization and 
teamwork in combat, including squad 
tactics of the infantry rifle squad. 

54. Advancad Individual Training 

This type of individual training includes in- 
struction in common or technical military occupa- 
tional specialties. 

a. Common specialists include clerks, cooks, 
drivers, mechanics, and others concerned with the 
administrative support of the unit. These special- 
ists may be trained at unit schools, training cen- 
ters, service schools, or they may receive on-the- 
job training in the unit. 

b. Technical specialists include carrier equip- 
ment repairmen, construction linemen and others 
concerned with the technical operating aspects of 
the battalion. 

c. On-the-job training of specialists is continu- 
ous within the unit 

55. Unit Training 

a. General. This phase of training consists of 
basic military and advanced technical training 
for each section, platoon and company of the bat- 
talion, and finally for the battalion as a whole. It 



AQO 182SC 



39 



begins as soon as minimum standards of profi- 
ciency are reached in individual training. 

b. Supervision. In the initial stages of team and 
unit training, close supervision is necessary. How- 
ever, the development of individual initiative 
should be encouraged. Noncommissioned officers 
should have ample opportunity to demonstrate 
their leadership and ability. Critiques by officers 
should be made regularly, but not so often as 
to curtail the continuity of operations. At the close 
of unit training, a thorough critique should be 
conducted, with the entire unit participating. 

56. Field Exercise and Maneuver Training 

a. This phase of training should be conducted 
under simulated combat situations. Particular at- 
tention should be paid to security, dispersion, 
cover, and concealment of equipment and person- 
nel. During field exercises, the unit must provide 
communications within the scope of its mission. 
This includes frequent movement. 

b. Command post exercises and field maneuvers 
which include the performance of its normal func- 
tions by the signal cable construction battalion in 
conjunction with other units of the command are 
the best tests of the battalion's readiness. They 
provide a true method for determining not only 
the effectiveness of the unit's technical training, 
but also its ability to accomplish its assigned mis- 
sion under conditions that simulate combat con- 
ditions. 
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57. Post-Cycle Training 

Post-cycle training is conducted for the purpose 
of improving the combat effectiveness of the unit. 

a. Field Exercises. Field exercises may be con- 
ducted to prepare the battalion for participation 
in special operations. These exercises are normally 
conducted under conditions of terrain and climate 
similar to those expected in the prospective area 
of the. operations. This training may include 
mountain, desert, arctic, or jungle exercises or 
CBR field tests. 

b. Joint Training. Joint training with units of 
the Air Force and Navy may be necessary to pre- 
pare for certain operations. 

c. Combined Training. Any and all phases of 
field exercises may be conducted with elements of 
allied forces. 

58. Modification of Program 

The signal unit commander may modify the 
training cycle when this is required to make the 
best use of existing facilities, to conform to con- 
ditions of the training situation, or to facilitate 
the attainment of the training objectives. If the 
program must be accomplished in less time than 
was originally planned, the time allotted to certain 
subjects may be reduced at the discretion of the 
unit commander. However, training in combat 
subjects should not be omitted or curtailed. 

59. Training Aids 

a. Normally, field manuals, technical manuals, 
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and training circulars contain sufficient instruc- 
tional matter for training purposes. 

b. Training films and film strips are valuable 
aids to instruction. However, they should not be 
substituted for other more appropriate methods of 
instruction such as classroom demonstrations, lec- 
tures, and field work. Aggressor films and film 
strips should be emphasized. 

c. Graphic training aids are easily adapted to a 
variety of training purposes. Many are designed 
for use in conference and demonstrations. Others 
can be posted for review by the individual. 

d. The instructors should be encouraged to use 
their imagination, initiative, and technical knowl- 
edge in the development of new training methods 
and procedures. 

60. Supplemsntcny Training 

a. Training is a continuing responsibility. The 
unit commander should take every opportunity to 
repeat important phases of the training program. 

h. Additional training should be devoted to the 

operation and organizational maintenance of spe- 
cial equipment which may be authorized locally 
but not listed in the unit TOE. 

c. Additional training may be given to special- 
ists to keep them abreast of new technical devel- 
opments and modifications of existing equipment. 

d. Cross-training of specialists in fields allied to 
their specialties is conducted on a continuing basis. 
When practicable, it will be accomplished by on- 
the-job training and in troop schools. 
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CHAPTER 7 



TYPE OPERATION OF A SIGNAL CABLE 
CONSTRUCTION BAHALION 



Secflon I. GENERAL 

61. Field Aniiy Area Communicallon Syitem 

a. Basically, the field army area communication 
system is made up of signal centers and intercon- 
necting trunk circuits. Each signal center is as- 
signed an area of signal service responsibility; 
it provides all signal services required to support 
the units and activities within its assigned area. 
Each signal center of the army area communica- 
tion system is connected to at least two other army 
area signal centers to provide alternate routing 
and to distribute the traffic load more evenly. 

b. For identification purposes, code name and 
exchange numbers are assigned to the signal cen- 
ters of major commanda, such as divisions, corps, 
and field armies. For example, the code name for 
the 30 (US) Army (fig. 5) is Monarch, and the 
exchange numbers are as follows : 

Command signal centers 700 — 709 
Army area signal centers 710 — 745 

c. The field army area communication system 
normally consists of 18 to 24 signal centers, inter- 
connected by trunk circuits. The field army area 
communication system is installed, operated, and 
maintained by the combat area signal group, 
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army, which consists of six combat area signal 
battalions, army, and a signal cable construction 
battalion. The combat area signal battalions, 
army, install the army area signal centers and 
their interconnecting trunk circuits. The signal 
cable construction battalion assists the combat 
area signal battalions to install cable trunk cir- 
cuits within the field army area as required. 

62. Trantmitsion Media 

Because of the improvements in radio relay 
equipments and the change of the tactical con- 
cepts of the field army, radio relay is the primary 
transmission medium used in the field army area 
communication system. This does not eliminate 
wire as a transmission medium, since it normally 
is used to back up and augment radio relay sys- 
tems, and to provide communications when radio 
relay facilities are being displaced. In addition, 
wire systems may be expanded, in static situa- 
tions, to carry the major portion of the communi- 
cation load. The principal wire facility used in the 
field army area communication system is field 
cable (spiral-four), with its associated carrier 
equipment. The use of field wire and multipair 
voice frequency cable is usually limited to local 
distribution facilities and for short trunk circuits. 

Section II. SIGNAL CABLE CONSTRUaiON 
BATTALION 

63. Sifuation 

a. The 30 (US) Army (fig. 5) is in a static situa- 
tion, and the requirements for signal communica- 
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tions are increasing steadily. To satisfy these in- 
creased requirements, it is necessary to install 
spiral-four field cable circuits to augment exist- 
ing radio relay systems, 

b. The 706th Combat Area Signal Group, Army, 
of the 30 (US) Army provides the army area com- 
munication system. Each of the six combat area 
signal battalions of the combat area signal group, 
army, has four combat signal companies ; each of 
these companies is capable of installing, operat- 
ing, and maintaining one area signal center. The 
774th Signal Cable Construction Battalion of the 
combat area signal group, army, provides wire 
and cable construction support as needed. A 
graphic display of the employment of the signal 
cable construction battalion is shovi^n in figure 5. 

c. The cable lines (fig. 5) will be installed by the 
774th Signal Cable Construction Battalion. 

64. Headquarters and Headquarters Detachment 

a. The headquarters and headquarters detach- 
ment of the cable construction battalion is located 
near the headquarters of the 706th Combat Area 
Signal Group, Army. It is located to coordinate 
operations of the signal cable construction bat- 
talion with group headquarters. 

b. Communication between the headquarters 
and headquarters detachment and the signal cable 
construction companies is provided by the army 
area communication system. The detachment has 
access to the army area communication system 
through signal center Monarch 701. 
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c. Signal supply support for the cable construc- 
tion battalion is furnished by the army signal sup- 
ply and maintenance battalion. The headquarters 
and headquarters detachment can draw supplies 
from the army signal depot. 

65. Cable Splicer and Repair Section 

a. Cable splicing teams in this section provide 
limited rehabilitation and maintenance of exist- 
ing indigenous cable in the field army area, and 
limited field cable repair for the battalion. 

b. The carrier equipment repairman will re- 
main in the battalion headquarters area to main- 
tain unattended repeaters, as required, 

66. Company A Employment 

a. Company A of the 774th Signal Cable Con- 
struction Battalion is attached to the 762d Combat 
Area Signal Battalion for logistical support. Com- 
pany A will draw signal supplies from the army 
signal supply and maintenance point in the 2 (US) 
Corps zone. This company also can draw signal 
supplies from imits that are being supported. 

6. Communications between Company A and its 
parent unit are provided by the army area com- 
munication system. Company A has access to the 
army area communication system through signal 
center Monarch 724. 

c. When an element of the company must remain 
away from its parent unit, it will mess and biv- 
ouac with the unit being supported. 

d. Company A is assigned the following mission : 
(1) Installation and maintenance of cable 
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lines from 30 (US) Army MAIN (Mon- 
arch 701) to area signal centers. Mon- 
arch 729 and 730. 

(2) Installation and maintenance of cable 
lines from 30 (US) Army ALTERNATE 
(Monarch 702) to area signal centers 
Monarch 724 and 725. 

(3) Installation of cable lines from area sig- 
nal center Monarch 724 to area signal 
center Monarch 729. 

(4) Installation of cable lines from 2 (US) 
Corps MAIN to area signal centers Mon- 
arch 718 and 719. 

(5) Installation of cable lines from area sig- 
nal center Monarch 712 to 25th Armored 
Division, and to the 22d Infantry Divi- 
sion. 

(6) Installation of cable lines from area sig- 
nal center Monarch 713 to Corps AD- 
VANCE to area signal center Monarch 
719, to the 52d Infantry Division, and to 
the 73d Infantry Division. 

e. The construction elements of the company 
that performed the mission described in d(l) and 
(2) above will remain at the even-numbered area 
signal center that they supported, to provide main- 
tenance when required. The construction elements 
of the company that performed the mission de- 
scribed in d(3) through (6) will return to their 
parent company as goon as the cable lines are 
installed. 

67. Compony B Employment 

ft. Company B is attached to the 763d Combat 
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Area Signal Battalion, Army, for logistical sup- 
port. Company B will draw supplies from the 
army signal supply and maintenance point in the 
1(US) Corps zone. This company may also draw 
supplies from the units that they support. 

b. Communications between Company B and 
its parent unit are provided by the army area 
communication system. Company B has access to 
the army area communication system through 
area signal center Monarch 717. 

c. When an element of the company must re- 
main away from its parent unit, it will mess and 
bivouac with the unit that is being- supported. 

d. Company B is assigned the following mission : 

(1) Installation of cable lines from area sig- 
nal center Monarch 717 to area signal 
centers Monarch 716 and 728, and to 
1(US) Corps MAIN. 

(2) Installation of cable lines from area sig- 
nal center Monarch 716 to 1 (US) Corps 
MAIN and to area signal center Honarch 
710. 

(3) Installation of cable lines from area sig- 
nal center Monarch 710 to 1( US) Corps 
ADVANCE and to the 20th Infantry 
Division. 

(4) Installation of cable lines from area sig- 
nal center Monarch 711 to the 23d Ar- 
mored Division, to 72d Infantry Divi- 
sion, and to the 55th Infantry Division. 

e. As soon as these cable lines are installed, the 
installation teams will return to their parent com- 
pany. 
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66. Company C Employment 

o. Company C is attached to the 765th Combat 
Area Signal Battalion, Army, for logistical sup- 
port. Company C will draw supply support from 
the army signal supply and maintenance point in 
the 3 (US) Corps zone. Company C may also draw 
supplies from the units it supports. 

b. Communications between Company C and its 
parent unit are provided by the army area com> 
munication system. Company C has access to the 
army area communication system through the 
area signal center Monarch 720. 

c. When any element of this company must re- 
main away from its parent unit, it will mess and 
bivouac with the unit being supported. 

d. Company C is assigned the following mission : 

(1) Installation of cable lines from 3 (US) 
Corps MAIN to area signal centers Mon- 
arch 720 and 721. 

(2) Installation of cable lines between area 
signal centers Monarch 720 and 721. 

(3) Installation of cable lines from area sig- 
nal center Monarch 714 to 32d Armored 
Division and to 21st Infantry Division. 

(4) Installation of cable lines from area sig- 
nal center Monarch 715 to area signal 
center Monarch 721, 3 (US) Corps AD- 
VANCE, 62d Infantry Division, and 74th 
Infantry Division. 

e. As soon as these cable lines are installed, the 
construction teams will return to their parent 
company. 
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APPENDIX 
REFERENCES 



1. General 

This appendix contains a selected list of publica- 
tions pertinent to signal cable construction bat- 
talion operations. 



2. Publications 

AR 220-60 

AR 220-70 
AR 320-5 
AR 320-50 
AR 750-5 
AR 760-8 
AR 750-625 

DA Pam 108-1 



Battalions, Battle Groups, 
Squadrons; General Pro- 
visions. 

Companies; General Provi- 
sions. 

Dictionary of United States 
Army Terras. 

Authorized Abbreviations 
and Brevity Codes. 

Maintenance Responsibilities 
and Shop Operation. 

Command Maintenance In- 
spections. 

Maintenance Inspections and 
Reports; Signal Equip- 
ment. 

Index of Army Motion Pic- 
tures, Film Strips, Slides, 
And Phono-Recordings. 
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DA Pam 310-1 Index of Administrative 

Publications (Army Regu- 
lations, Special Regula- 
tions, Department of the 
Army Pamphlets, Com- 
mercial Traffic Bulletins, 
Military Traffic Manage- 
ment Bulletins, General 
Orders, Bulletins, and Cir- 
culars) . 

DA Pam 810-2 Index of Blank Forms. 

DA Pam 310-3 Index of Training Publica- 
tions (Field Manuals, Re- 
serve Officers' Training 
Corps Manuals, Training 
Circulars, Army Training 
Programs and Mobiliza- 
tion Training Programs, 
Army Subject Schedules, 
Army Training Tests, War 
Department and Depart- 
ment of the Army Posters, 
and Firing Tables and 
Trajectory Charts). 

DA Pam 310-4 Index of Technical Manuals, 
Technical Bulletins, Sup- 
ply Bulletins, Lubrication 
Orders, and Modification 
Work Orders. 

DA Pam 310-.3 Index of Graphic Trainiug 
Aids and Devices. 
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DA Pam 310-7 Index of Tables of Organlzd' 
tion and Equipment, Ta- 
bles of Organization, Type 
Tables of Distribution, and 
Tables of Allowances. 

Index of Supply Manuals: 
Signal Corps. 

Military Training. 

Techniques of Military In- 
struction. 

FM 21--30 Military Symbols. 



DA Pam 81(V-21 

PM 21-5 
FM 21-6 



:AG3Z2 (17 Jul 69)3 

By Order of WiUier M. Brwsktr, Secretary of the 
Army: 

L. L. LEMNITZER, 
General, United States Army, 
OfiScial: Chief of Staff. 

K. V. LEE, 
Major General, United States Army, 
The Adjutant General. 
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DlitrthnUmt! 
AtSn* Armg: 
CMOS (I) 

TMh 8tt, OA (2) aze*pt 
OSicO <10) 

TecJi Stf, BD (1) 
USCONASC (6) 
03 UaS Comd (10) 
OS Base Comd (() 
MDW (1) 

Aimjra (10) except 

Sint US Army (12) 
Corps (2) 
DH (2) 
Bde (2) 
USHA <10> 
USAWC (5) 
Br Sve Scb (6) except 

VSAia (40) 

USAAHS (SO) 

TTSAES (MO) 

U8AS(» (100) 

NG: Simte AG (S); unite— wM ai Aettve Annr oeept alIow«ii» 

ii on* eoW ta eaeb najt. 
VSAR: Same ** Aetlre Annr excejrt allowauee is one copy to each 
imiL 

For explanaUtm of afabreriatfani xaed, see AB 820-CO. 



USA SicTC (26) 
PHST Sr Div Units (2) 
m&S Htl Seh Dlv 

Unite (2) 
PMST Jt Div Unit* (2) 
GENDEP (2) 
Sis S«. (SEMOEP (2) 
SiffDep (2) 
UBA6ACS (CO) 
HUDiBt (1) 
USA Corps (Itas) (1) 
Sector Cotnd, USA Corps 

(Bee) (1) 
MA AG (2) 
HU Usn (2) 

Unite org under fol TOIS : 
11^5 (10) 



ACr.5, GOVEBMMENT PBIIIIIKG OFFICE: 19&1 O - ST04«6 (4212) 
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